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INFORMATION REPORT 
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SUBJECT Spare Parts for SS 

8 25X1 


SGOUNTRY Rumania 


25X1 


Desired for Purchase 
25X1 [___]by Technoimport 
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THIS FORM 1S PRONIBITED. 


KORE: CAEL UGS 


ation aErEase I 
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fTechnoimpert, a Rumanian state_corporation is pres 
25X1 the following spare parts for aes 
ostensibly for the Rumani.em [inistry o 


Catalog Number 


2F 5519 
3B. 726 
6B-2845 
24-1611, 
2B 557 
SBol 442 
3BH-1298 
SB~4921 
3B-1407 
2B-3 708 
Z2Ax5299 
5B-1549 
5B-1294 
4B. 1355 
6F 9467 
2A~-1281 
2An1 282 
2h-1 283 
2h» 660 
4B-6185 
SBu7 793 
TF 65415 
2B-2522 
1F-1793 
LF-1793 
6B»7911 
6B.-7912 
6B-7913 
§Bu 7914 


This document is hereby regraded {to 
CONFIDENTIAL in accordance with the 
letter of 16 October 1978 from the 
Dirrotor nf Caeteal Inteltiaence to the 
Archivist of tho United Ccaies. 
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cD NO. 


NO. OF PAGES 4 


NO. OF ENCLS. wo 
{LISTED BELOW? \ 
SUPPLEMENT TO Yio 


REPORT NO. 


DATE DISTR. 31 git SL 


THIS IS UNEVALUATED INFORMATION 


rae attempting to purchase 


Nomenclature 


Head assembly 3B3189 
Air cleaner 
Valve assenbly 
Pump assembly 
Serew assambiy 
Spring 

Flange assembly 
Gear 

Hub 

Chamber assembly 
Service assembly 
Carbur etor 

Rod assembly 
Tank assembly 
Regulator 

Shaft 

Shaft 

Coupling 

Sleeve assembly ; 
Button 2hu659 
Button 

Gear 3B-7306 
Cap screw 
Pump assenbly 
Pump assembly 
Line assembly 
Line assembly 
Line assembly 
Line assembly 
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4B. 9199 
63-3657 
2A-5521 
2A~-H322 
2A~5SZ5 
2Anb324 


5 ot 
ay ig C85 


opm orm 


